PREPARATION — 2GR-FE COOLING 


2GR-FE COOLING 
SST 


09960-10010 


Variable Pin Wrench Set 


PP-21 


(09962-01000) 


Variable Pin Wrench Arm Assembly 


(09963-00700) 


Pin 7 


PP-22 PREPARATION — 2GR-FE COOLING 


RECOMMENDED TOOLS 


09082-00040 TOYOTA Electrical Tester 


(09083-00150) Test Lead Set 
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PREPARATION — 2GR-FE COOLING PP-23 


EQUIPMENT 


Ohmmeter 


Radiator cap tester 


Thermometer 


Torque wrench 


Side calipers 


Heater 


PP-24 


COOLANT 


PREPARATION — 2GR-FE COOLING 


Item Capacity Classification 
STD (A/T) 8.9 liters (9.4 US qts, 7.8 Imp. qts) Use only "TOYOTA Super Long Life Coolant" 
TWG (AT) 9.3 liters (9.8 US gts, 8.2 Imp. qts) or similar high quality ethylene glycol based 


non-silicate, non-amine, non-nitrite, non- 
borate, coolant with long-life hybrid organic 
acid technology (coolant with long-life hybrid 
organic acid technology consists of a 
combination of low phosphates and organic 
acids). 


PREPARATION — 2GR-FE COOLING PP-25 


Toyota Genuine Adhesive 1344, Three Bond 1344 or Equivalent - 


